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(B) Supplement #1, x1 


2: 
(C) Memo dated 1 June 1951 fron[ | Subject: Faxcara Equipment, 
Report on Operation of, 


1. Much time and attention hes been given in submitting the report 
os Fequired in reference A » paragraph 3, regarding the operation of the 25X41 
eee Poe mamufactured for CIA under contract 4 "Shake-down" 
tests are still being conducted concurrent with actual usage and therefore ; 
much time has been required in order to adequately report on the operation 


of the equipment in accordance | Iv (A) of the Service Specifica- 
25X1 


tions of Supplement #1 to contract 
2 25X11 
8 made up the report on the Operation of the fexeard 
equipnent and has prepared it with the view in mind of suceinctly getting to 


the answers required and with the intent. of roughly Outlining what has been 
deemed advisable to attempt modification and exactly what modifications 
should be made, 


3. Alterations and additions to the equipment which have been Bug 
Gested are those which have been suggested by experionce with the equipment 
thus far; undoubtedly since life testing is atill actually being carried 
on, additional changes will be visualized, therefore, the thought must be 
kept in mind that the equipment will undergo modification even beyond what 
has already been suggested, 


4. As can be determined in reference (C) the equipment very generally 
measures up to expectations which, considering certain difficulties under 
which it wag developed and manufactured, seems indeed gratifying, 
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